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SUBJ: FIFTH INTERNATIONAL CONFERENCE ON REACTOR SHIELDING 

1. HOLIFIELD NATIONAL LABORATORY (HNL), OAK RIDGE, TENN., IS PLANNING 
CONDUCT FIFTH INTERNATIONAL CONFERENCE ON REACTOR SHIELDING AT 
KNOWVILLE, TENN., DURING PERIOD APRIL 18-22, 1977. 

2. TPICS TO BE COVERED WILT. INCLUDE COMPUTATIONAL METHODS IN RADIA 
TION TRANSPORT AND SHIELDING ANALYSIS, NUCLEAR DATA FOR SHIELDING 
APPLICATIONS, SHIELDING EXPERIMENTS AND THEIR ANALYSIS, ENGINEERING 
SHIELD DESIGN AND ANALYSIS, RADIATION 

STREAMING PROBLEMS AND THEIR ANALYSIS, NEW SHIELDING MATERIALS, 
RADIATION PROTECTION, RADIATION DOSIMETRY, RATIONAL UNITS, 

SHIELDING STANDARDS, AVAILABLE COMPUTER CODES, DATA COMPLIATIONS AND 
AND INFORMATION SOURCES. 

3. THE HNL PLANS HANDLE ALL ARRANGEMENTS FOR CONFERENCE, INCLUDING 
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CENTER THROUGH FUNDS TO BE RAISED BY ESTIMATED DOLS 40 REGISTRATION 
FEE. NO PROVISION TO BE MADE FOR SIMULTANESOUS TRANSLATIONS AS WAS 
CASE WITH THRID CONFERENCE HELD IN U.S. HNL PROPOSES ESTABLISH 
TECHNICAL PROGRAM COMMITTEE, INCLUDING SAME FOREIGN PARTICIPANTS, 
TO ADVISE ON CONFERENCE PROGRAM. HNL DOES NOT ANTICIPATE, HOWEVER, 
ANY FINANCIAL ASSISTANCE TO ANY NATIONAL OR INTERNATIONAL ORGANIZA 
TIONS THAT MAY BECOME INVOLVED IN SUPPORT OF THE CONFERENCE. 

4. MISSIONS VIENNA AND PARIS ARE REQUESTED TO DISCUSS WITH IAEA 
AND OECD (JOHNY ROSEN) HNL PLANS FOR THE CONFERENCE ALONG ABOVE 
LINES AND TO DETERMINE EXTENT TO WHICH THE TWO ORGANIZATIONS WOULD 
BE INTERESTED IN PARTICIPATING AS CO-SPONSHORSHI WOULD BE BENEFICIAL 
TO ALL INTERESTED PARTIES AND WOULD HELP IN ASSURING BROADER 
INTERNATIONAL PARTICIPATION. 

5. ERDA WOULD APPRECIATE EARLY ADVICE ON RESULTS MISSIONS DIS- 
CUSSIONS WITH IAEA AND OECD. 
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